AMENDMENT NO. 1 SEPTEMBER 2017 
TO 
IS 15027 (PART 10) : 2001/ISO 6196-10 : 1996 
MICROGRAPHICS — VOCABULARY 


PART 10 INDEX 


TECHNICAL CORRIGENDUM 1 


Micrographie — Vocabulaire — 
Partie 10: Index 


RECTIFICATIF TECHNIQUE 1 


Technical Corrigendum 1 to ISO 6196-10:1999 was prepared by Technical Committee ISO/TC 171, Document 
management applications, Subcommittee SC 3, General issues. 


Page 2 
Alphabetical index 
Section A 
Change the index number for item “area”, sub-item “image” from 01.06 to 01.16. 
Page 3 
Section C 
To item “cartridge” (index number 04.29.01) add (process roll microfilm) after “cartridge”. 


To item “cartridge” (index number 04.29.02) add (processed microfiche and film strips) after “cartridge”. 


The above amendment has been brought out in view of Amendment No. 1: 2004 to ISO 6196-10 published by ISO in 1996. 


Amendment No. | to IS 15027 (Part 10) : 2001/ISO 6196-10 : 1996 


Page 4 
Above item “COM camera head” insert: 
GOM (ADDI) seas secs ress eeadetaeca seescte sane sied sg daacecateicesacceim pateasanssuevezees oeeem «lev ecaususie i uaueeviedsate Ateneo ieeaies 07.02 
Page 8 
Section M 
To item “microfiche”, sub-item “horizontal” add GB after “horizontal”. 
To item “microfiche”, sub-item “vertical” add GB after “vertical”. 
Page 9 
Section O 
After item “orientation A” add (US) 
After item “orientation B” add (US) 
Page 10 
Section R 


Below item “reversal processing” add sub-items: 


UNM ices atch aa Sot vades 1S bea eeadia aS de te vate anol ee etek oe eee ole ated ate eee 03.03.01 
DAMA sccciivcecVevinevevshanededdcks yeackausgdectthagedecouhgececciageactensgdasadhedece Seas oheasbuwnpdscudidbeaqfuvigasawdtededewageccncul yes 03.03.02 
(MSD 05) 
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